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ORIG. 


SERVICE BU LLETIN NO. 390 


KCH 


PROJ. 


FOR AIRPLANE / EQUIPMENT SERIAL NO. 


DATE 3/3i/ 5 9 


TITLE RE-ADJUST PLATFORM PRESSURE SWITCH 

PURPOSE PROVIDES LOW ALTITUDE OPERATION 
FOR SUPERCHARGERS 

APPLICATION 

ALL P-2 PLATFORMS Serial* #1 thru #16 


WORK COMPLETED 
DATE 
FOREMAN 

INSPECTOR 


WHEN TO BE DONE 

_ AfiAE- 


r 77' 


R 205 "D." 


FIEF, DWG. NO. 






ESTL MAN-HOURS TO COMPLETE 
8 man-hour* 


Circ. Diag. P-2 PI 

Pwr. & Hyd. C( 
Comp. Rach 


req. drawing only 


1 req. drawing only 


latform Manual Affected 


E & M MANUAL 
No 


APPROX 


WEIGHT 


UR's THIS B 


CHANGE 
TIN CORRECTS 


E OF KIT AT WRAMA 


NONE 

NONE 


SPARES, ETC . RETURN SPARES TO CONTRACTOR 
FOR REWORK & RE -IDENTIFICATION 

SPECIAL TOOLS REQUIRED NONE 


KIT COMPLETED BY 


CONTRACTOR 


DATE 


INSPECTOR 


DESCRIPTION OF CHANGE 

1. Prepare P-2 Platform for ground operation on the Cart or in the article. 

2. Remove the #2 dust cover screw from the #2 microswitch of the 
4152B-31 7 -16 Absolute Pressure Switch. 

3- With a small screwdriver turn the #2 microswitch screw approx. 45° 

counter-clockwise (approx. l/8 turn of screw head). 
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